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IN DISCUSSIONS WITH POL/MIL COUNSELOR MAY 4, MFA NATO 
OFFICE DIRECTOR SALLEO INDICATED HE WAS NO LONGER 
OPTIMISTIC THAT THE IEPG WOULD TAKE UP THE NATO AWACS 
SOON, IF AT ALL. HIS INFORMATION IS THAT FRG DEFMIN 
LEBER REMAINS CONFIDENT THAT HE CAN PERSUADE HIS FRENCH 
COUNTERPART BOURGE TO AGREE TO SUCH A MEETING. HOWEVER, 

IN HIS DISCUSSIONS WITH THE FRENCH ACTING NAD IN BRUSSELS, 

SALLEO WAS TOLD THAT BOURGE WAS ADAMANTLY OPPOSED AND 
WOULD LIKELY REMAIN SO. GARDNER 
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